PIER SEVEN, ON THE WATERFRONT OF MANILA

Great improvements have been made in the harbor during the present century-  ^er
shown here is built of reinforced concrete, and is equipped with the latest electrically driven
machinery for bundling cargo.   Smashing blows were leveled at the harbor works of Manila

during World War II.

raised in the United States as a memorial
to General Leonard Wood, late Governor-
General of the Philippines, who was
deeply interested in its control. Good
roads and railroads have been built, har-
bors dredged, piers and lighthouses con-
structed, and irrigation systems put in
operation.
When the American occupation began,

there were almost no good roads upon the
islands, and many were only trails. Now
there are thousands of miles of good
roads over which the thirty thousand or
more motor cars now registered can pass
swiftly and safety. Some of the roads
are scenic highways ottering many beauti-
ful views. However, among the moun-
tains, and in the hill country, there are
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A VIEW OF THE PASTG RIVER WATERFRONT, MANILA

Interisland steamers tie up along the Pasig River.  The building of the National City Bank

and, beyond, of El Hogar Filipino are both of reinforced concrete which resists earthquakes.

During World War II airfields and installations around Manila were attacked heavily.
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